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The best arsenul in Yugoslavia is the Yugoslav Navy arsenal at Tivat, 
which em loys about 2,000 persons, many of whom are well trained and 
have had pre-war experience. Electricity 1s surplied to arsenal power 
plants by means of a modern network from power plants in Boka. 


‘lap Identifications: 

1. An old Diesel power plant, used as a reserve source of yower. 

2. & hangare-shaped brick builcing, 60 by 15 meters, with a flat roof, 
containing voilor workshops, Larye cutting machines, machines for 
vending, sheet metal for bolicrs, large capacity crunes on tracks. 


3. Forge, built oefore the war. 


h. Shipbuilding sho;, where boats ana smal. floating craft are con- 
structed of wooa. Saiy ramp has a capacity of 1oU tons. 


>. iWachine shor, containin, an unspecificc mumber of turning lcthes, 
arilling ana other machincs, as well as lar-ce capacity cranes. A 
carpentry shoy is in one ;art cf this building. 


6. Administrative building, containing offices, laboratories, techni- 
cal cepartments uno other offices. 


7. Founcry, equipped with a besseuer converter, equipment for casting 
anc’ snuelting iron and steel, ana a sovel shop. ; : 


i 


Ve Repair shop for electrical equiyment, 


9. Tinsmith. 
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Scrap materials storage spece. 
Paint derartnent. 
Arsenal training schoul for skilled workers and apprentices. 


Guard room, offices, divers’ rooms and storage space for diving 
equipment. 


Sails and upholstery shep; fire-fighting secticn. 
Warehouse. 
Construction bureau. 


Subnarine equipment warehouse, workshops, technical offices and 
school rooms. 


New Diesel power plant. 
Laboratories. 


Two-story administration building; signal station on rocf painted 
green. 


Sloating dock, capacity 8,000 tons. 

Ploating dock, capacity 1,500 tons. 

Fier, 200 meters long, used to berth large vessels. 
Pier, 50 meters long, for smal. vessels. 

oma. pier. 

rier, 250 meters long used, to berth the largest vessels. 
Sports ground. 

Park. 

barracks. 

Building section and building materials storage space. 
Main naval store. 


Officers’ club. 


Enel: 7. map of Yugoslav Naval Arsenal at Tivat 
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